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LIMITED OFFICIAL USE STATE 002541 

E.O. 11652: N/A 
TAGS: EIND, SA 

SUBJECT: SEC COMPLAINT AGAINST AMERICAN HOSPITAL SUPPLY 
CORPORATION 

REP: JIDDA 0098 

1 . WE ARE SENDING TODAY VIA APO A COPY OP THE SEC 
COMPLAINT FILED AGAINST THE AMERICAN HOSPITAL SUPPLY 
CORPORATION AND WALL STREET JOURNAL ARTICLE SUMMING UP 
COMPLAINT. 

2. PYI: WE ARE ASKING SEC TO INFORM US IN ADVANCE IP IT 
APPEARS THERE WILL BE ANY PURTHER PUBLIC DISCLOSURES IN 
THIS CASE. 

KISSINGER 
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